6cP 


POST  card: 


i  DID  YOU  KNOW 


til  at  more  tlian 

One  Hundred  Milliong 

of 

ASBESTOS  "CENTURY" 
SHINGLES   

were  used  on  Roofs  during 
the  past  twelve  months  ? 

Last  Forever  — 

Never  require  Paint. 

KEASBEY  &MATTISON  CO., 

Factors, 

AMBLER.  Pa.,  U.S.A. 


A  D  U  R  ESS. 


STAMP 


